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FOREWORD 

(5^j 

In  presenting  this  catalog,  we  are  introducing  a  radical 
change  of  an  industry  heretofore  controlled  entirely  by  European 
manufacturers. 

We  bring  to  you  a  line  of  Crystalware  entirely  and  exclu¬ 
sively  designed  and  manufactured  by  us  in  America. 

This  line  has  been  a  revelation  to  our  customers,  who 
have  formerly  handled  the  foreign  manufactured  product,  for 
the  following  reasons: 

We  can  make  immediate  shipment  of  all  items  shown 
herein,  as  we  carry  a  large  complete  stock  of  all  the  parts. 

Any  part,  if  broken  can  be  replaced  immediately. 

All  metal  parts  are  Standard  American  made,  thereby 
assuring  perfect  fitting  of  standard  wiring  equipment  and  are 
chromium  plated  instead  of  the  usual  nickle  finish,  assuring  dur¬ 
ability  and  finer  appearance. 

Our  product  is  furnished  almost  entirely  assembled.  All 
glass  parts  perfectly  checked,  eliminating  the  hardships  exper¬ 
ienced  with  foreign  manufactured  merchandise. 

Any  design  shown  herein  can  be  interchanged  or  recon¬ 
structed  to  meet  the  individual  taste  or  idea  of  your  client. 

We  use  only  the  finest  quality  wood  polished  cut  crystal, 
made  for  us  exclusively  by  one  of  the  finest  glass  cutters  in 
Czecho-Slovakia. 

We  are  also  equipped  to  take  care  of  any  of  your  special 
crystal  requirements  in  the  form  of  bead  work,  garlands,  chains, 
etc. 

We  can  furnish  special  crystal  chandeliers  and  wall  brac¬ 
kets  in  any  size,  shape  or  style,  to  meet  your  specifications. 

I.  ALBERT  CO. 

231-235  EAST  47th  STREET 
NEW  YORK,  N.  Y. 
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No.  590 

FINE  QUALITY  CUT  CRYSTAL 

Length  2  I  " 

Spread  I  6"  Overall 
Lights  3  and  4 


Plate  No.  I 


No.  565 

MOULDED  GLASS 

Length  19" 
Spread  I  6"  Overall 
Lights  4  and  5 


Plate  No.  2 


No.  580 

FINE  QUALITY  CUT  CRYSTAL 

Length  23" 

Spread  14*4"  Overall 
Lights  3,  4  and  5 


Plate  No.  3 
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No.  595 

FINE  QUALITY  CUT  CRYSTAL 

Length  24" 

Spread  1 6"  Overall 
Lights  4  and  5 


Plate  No.  4 
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No.  585 

FINE  QUALITY  CUT  CRYSTAL 

Length  27" 

Spread  19"  Overall 
Lights  5  and  6 


Plate  No.  5 
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No.  530 

FINE  QUALITY  CUT  CRYSTAL 

Length  21" 

Spread  2 1 "  Overall 
Lights  5  and  6 


Plate  No.  7 
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No.  500 

FINE  QUALITY  CUT  CRYSTAL 

Length  27" 

Spread  2 1 "  Overall 
Lights  5  and  6 


Plate  No.  8 
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No.  566 

MOULDED  GLASS 

Length  24" 
Spread  1 8" 
Lights  4  and  5 


Plate  No.  9 
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RYSTA 


No.  515 

FINE  QUALITY  CUT  CRYSTAL 

Length  29" 

Spread  2  I  "  Overall 
Lights  5  and  6 


No.  570 

FINE  QUALITY  CUT  CRYSTAL 

Length  27" 

.  Spread  24"  Overall 
Lights  5  and  6 

Plate  No.  I  I 
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No.  505 

FINE  QUALITY  CUT  CRYSTAL 

Length  30" 

Spread  22"  Overall 
Lights  5  and  6 


Plate  No.  12. 
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No.  520 

FINE  QUALITY  CUT  CRYSTAL 

Length  30" 

Spread  22"  Overall 
Lights  5  and  6 


Plate  No.  I  3 
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Plate  No.  14 


No.  550 

FINE  QUALITY  CUT  CRYSTAL 

Length  34" 

Spread  23"  Overall 
Lights  6  and  8 
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No.  535 

FINE  QUALITY  CUT  CRYSTAL 

Length  30" 

Spread  20"  Overall 
Lights  8  and  1 0 


Plate  No.  15 
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Plate  No.  I  6 


No.  540 

FINE  QUALITY  CUT  CRYSTAL 

Length  37" 

Spread  24"  Overall 
Lights  1 0  and  1 2 


Plate  No.  17 


Plate  No.  18 


RYSTA 


No.  140 

FINE  QUALITY  CUT  CRYSTAL 

Length  20" 

Spread  1 2"  Overall 
Lights  2  or  4 


No.  189 

FINE  QUALITY  CUT  CRYSTAL 

Length  14" 

Spread  6,  8  and  10 
Lights  I 


No.  120 

FINE  QUALITY  CUT  CRYSTAL 

Length  12" 

Spread  6,  8  and  1 0 
Lights  I 


Plate  No.  19 
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No.  125 

FINE  QUALITY  CUT  CRYSTAL 

Length  14" 

Spread  6,  8  and  1 0 
Lights  I 


Plate  No.  20 


M°*  130 

FINE  QUALITY  CUT  CRYSTAL 

Length  14" 

Spread  6,  8  and  1 0 
Lights  I 


No.  135 

FINE  QUALITY  CUT  CRYSTAL 

Length  18" 

Spread  12"  Overall 
Lights  2  or  4 


No.  775 

POLISHED  CRYSTAL 

Spread  I  I " 
Length  9" 
Extends  by2" 
Lights  2  and  3 


No.  790 

MOULDED  GLASS 

Spread  I  I " 
Length  10" 
Extends  8J4" 

Plate  No.  21  Li9hts2and3 


No.  720 

MOULDED  GLASS 

Spread  I  3"  Overall 
Lights  2  and  3 
Extension  9" 


Plate  No,  22 


No.  710 

FINE  QUALITY  CUT  CRYSTAL 

Spread  I  I  "  Overall 
Lights  2  and  3 
Extends  8" 


Plate  No.  23 
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No.  740 

FINE  QUALITY  CUT  CRYSTAL 

Spread  1 2"  Overall 
Lights  2  and  3 
Extends  Ql/2" 


Plate  No.  24 


No.  705 

FINE  QUALITY  CUT  CRYSTAL 

Spread  10"  Overall 
Lights  2  and  3 
Extends  7 y2" 


RYSTA 
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No.  715 

FINE  QUALITY  CUT  CRYSTAL 

Spread  12"  Overall 
Lights  2  and  3 


No.  750 

FINE  QUALITY  CUT  CRYSTAL 

Spread  I  4"  Overall 
Lights  2  and  3 
Extends  10" 


Plate  No.  25 


No.  725 

FINE  QUALITY  CUT  CRYSTAL 

Spread  I  3"  Overall 
Lights  2  and  3 
Extends  9" 


No.  745 

FINE  QUALITY  CUT  CRYSTAL 

Spread  I  \x/z'  Overall 
Lights  2 

Plate  No.  26  Extends  8" 


RYSTA 


No.  730 

Extension  4"  Overall 
Lights  I  and2 
Back  3 Yz  x  754 


No.  780 

Extension  4"  Overall 
Back  4^4  x  6^2 
Lights  I 


No.  785 

Extension  8”  Overall 
Back  4}4  Diam. 
Lights  I  and  2 


No.  735 

Spread  10"  Overall 
Lights  I  and  2 
Back  4 yA  x  7" 
Extends  5*4" 


RYSTA 


No.  356/70 


Prices  Quoted  on  Application 
only,  subject  to  change 
without  notice. 


01532 


1038 


1086 


1001  1006 


1007 


1018 


1017 


I0C9 


1024 


1027 


3005 


d\\ 2  113 


3003  4038  4039  4040 

PricesQuoted  on  Application 
only,  subject  to  change 
without  notice. 


3004 


5514 


Cl12  121  118  122  138  1505  I50Z  1501 


5003 


5005 


5000 


